PHILIP MORRIS U.SA 


TO, 

MOMi 

HWKTi 


INTER-OFFICE CORRESPONDENCE 

liO PARK AVIHYI. NIW VOili, N.V 10017 

DISTRIBUTION OATTi March 4, 1986 

Heide Ulbrieh 

ftbPINE 10 'b FTB - SINGAPORE HEALTH WARNING 

Please make the below listed oorreotlona on apeolfiaatlono 
issued on 2/24/86, 

CIGARETTE 

Length - 79,0 mm 

Ciroumference - 24,8 mm 

Thank you tor your oooperation. 
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Source: https://www.industrydocuments.ucsf.edu/docs/zybk0004 


